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SMITH-WESSON.COM/GOVERNOR 


X ROUNDS. THREE CALIBERS. 159 YEARS OF PROTECTION. | 


Superior Low Light Tritium Front Night Sight Shock Absorbing Gri 7 
A S SS SEA (Oana is Ta") wv SKU: GOVERNOR 162410 


SKU: GOVERNOR with CT Grip 162411 
CALIBER: .45 Colt, .45 ACP, .410 2-1/2" Shotshell 
CAPACITY: 6 Rounds 
ACTION: Single Action/Double Action 
BARREL LENGTH: 2-3/4" 

clean eee ™ FRONT SIGHT: Tritium Night Sight (Dovetailed) 
Brandium, ae TS ) : \ REAR SIGHT: Fixed 
for superior strength ) ; GRIP: Synthetic (Crimson Trace” Lasergrip) 
i emcan eran WEIGHT: 29.6 oz. 

5 OVERALL LENGTH: 8-1/2" 


O- 6 Round Capacity \ a HEIGHT: 5-1/2" 


il WIDTH: 1-3/4" 
3 Calibers (combination Capable) i 7 b z f 
A10 2 1/2” Shotshell MATERIAL: Scandium Alloy Frame, Stainless PVD Cylinder [ 


MADE INUSA ‘AS Colt = S FINISH: Matte Black 
SMITH & WESSON ENGINEERED 45 ACP (2 Found/6 Round, moon cis included) 


